Healthy Buildings 
largest and most experienced 

nation- Philip Morris prov 
Hea lthy Buil din gs n^^AZi ne 
cosponsor along with a r.amber 
on indoor air quality that a 
parts of che c 
record and is p 
briefings. Our wort 
and unbiased approach 
our customers who wish 
responsible smoking poli< 
with the published 
the National Institute 


y 

nt 


on 

,th 

to 


International (HBI) is one of the 
indoor air consulting firms in the 

i.de.d core initial funding for HBI's 
of z request. We are also a 

‘ o;r-r companies of the briefings 
ro i :-.ng conducted »y HBI in various 
cosponsorship is a matter of public 

are handed out at the 


the 

mati'.v-.'ieic that 

UB i. 

is bosea on KBI 8 

fhe 

indoor nir qua! 

to 

be a.ccommoda ted 

ies. 

HBI’s building 


namely that 

sick 

inadequate 

venti. 

ventilation 

svste 

responsible 

for 1 

air quality 

coxnpl; 

We 

cann 

employee of 

HBI 

performance, 

has 


reports or 
■-.-. o Qc.i. 

building s 
lation, air 
ps, and the •: 
ess than f:o 
a into., 


in their desire foxy 
^search is consistent 
building investigations conducted by 
up&iiunai safety and Health (NIOSH), 
yndrojne is closely associated with 
exchange and maintenance of the 
environment tobacco smoke (ETS) is 
a re'-v-tc of the investigated indoor 


an 


who 


»v <i bo 

L 1 1 T rt X. is l”i O. 

following our decision to 
certain projects of hi* own 


f*i i C tT: 


because Mr. Seckler, a former 
cs&d for reasons relating to 
.<? a lawsuit against the Company 
;i~ reauest mads to us to fund 


JO 

o 

hU 

M* 

iO 

JO 

CO 

Of 

C© 

cs 


Source: https://www.industrydocuments.ucsf.edu/docs/kgbh0005 



